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W.^Tr/fa. 270(31).—TO TOJR, W4 3^ 
TO4M JTTOH (wm 3rfc hR< 4[< TOTFT f^TFl) ^ Rhi'^ 
19 2010 Nffrq^TO. inm-pT. 426(31) # TO ^ 

W, 3TO|tn7Trr ^ HFIII, TaPS 3, ^T-7^§ (i) 3 ^ 1 -22 

m cror fnro 29 ftroi, 2011 ^ 

7TT.^>T.fT 733 ( 31) ^ TTT^T TfecT «fl, c£ ^3 12 H7 fTTO } 
^ T?-fTqfr (2) f=RTO(:— 

“(2) 3 1 ara^sR, 2012 ^TTTOt#) l” 

[R>T. 71. nr<*H- 11014/4/2006- ("Shr 0> ) ] 

TOT, TT^T Wtt 

^ f^xmr : ^fwrf^Tf5F21 f^TC, 1945 ^ -STf^RJ^rT 
U O^F. 28-10/45-^( I ) HTcT TOT <£ 7FTO 4 irei l fif l ti 

m ^ aftr ^ 3 nfrol ^7 8 2012 rt) 

71. 7H.R0.f3. 76(31) ^ OFO TMfRO Irrh hHI «TT I 


MINISTRY OF HEALTH AND FAMILY WELFARE 

(Department of Health and Family Welfare) 

CORRIGENDUM 

.New Delhi, the 30th March, 2012 

GS.R, 270(E).—In the notificatijpn»of Government 
of India, Ministry of Health and Family Welfare (Department 
of Health and Family Welfare)No. GS.R. 426(E), dated 19th 
May, 2010 published in Part II, Section 3, Sub-section (i) 
at pages 1 -22 of the Gazette of India, Extraordinary and 
read with the corrigendum GS.R. 733(E), dated 29th 
September, 2011 atpage 12, sub-rule (2) of rule 1, shall read 
as follows,— 

“(2) They shall come into force with effect from 1st 
dayofOctober, 2012.” 

[F. No. X- II014/4/2006-DFQC] 
Dr. ARUN K. PANDA, Jt. Secy. 

Foot Note . The principal‘rules were published in the Gazette 
of India vide Notification No. F. 2 8-10/4 5-H (1), dated 21 st 
December, 1945 and last amended vide Notification number 
GS.R. 76(E), dated 8-2-2012. 
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